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United States Depanment of Agriculture 
Animal and Plant HaaHh liispeclion Siarvica in^ju 
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StlMMFR'rtlMnFAHM 5AHOTI.lftRV 

Customer ID: 6902 


Certificate; 34-C-0227 


Site; 001 


StlMMFR 'MIND, FARMS 

6490 MOWERSHDH RD 

Type; ROJTINE INSPECTION 

BROWN CITY, Ml 48416 

Date; It April SO tS 


3,125 (c) REPEAT 

FACILITIES. <5ENERAL. 


(c) Storage. Supplies ol food and bedding shall be stored in lacililies which adequately protect such supplies 
a^inst delarioratidn, niolding, dr coritaininatidn by vdrmin. Relrigiaratibn ahalt ba providad Ibr aupplia^ dl 
perishable food, 


The meat oodler tloof was covered with a layer o1 meal drlp^n^ and deb<rls. In addition lo this, insulatron from 
within the cooler walls was piled in one corner of ihe cooler. This coder lloor needs To be deaned lo prevent 
cdr^tami nation of Food inlenddd to ba Fad to Lhd anltYials. Clean lha cooler Floor. 


The inspection and exit intenriew was conducled wilh the facility president. 


KURT HAMMEL, D V M 


KURT HAWMEUDVM USDA, APHIS. Animal Care 

Title; VETE Rl NARY M EPICAL QFFIC EP Inspector 1 0i23 


(b)(e), (b)(7)(c) 
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